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COUNTRY: Hungary 


SUBJECT: 1. Allocation of Electric Power for Industrial 

Branches for the Period 1955 to Mid-1956 
2. Personalities in the Electric Power Industry 

25X1 


The following is a list of the electric power allotted to 
various branches of Hungarian industry in 1955 and the first 
half of 1956 (in megawatt quantities): 


Ministry of Chemical Industry 

1955 

First half 

&• 

Nonferrous metals 

873,345 

474,163 

b. 

Heavy chemical 

181,678 

144,025 

c. 

Organic 

54,580 

29,887 

d. 

Oil 

67,988 

36,279 

e. 

Metal mining 

15,015 

8,542 

f. 

Mineral raining 

2,927 

1,639 

Megawatt Total 

Ministry of Light Industry 

1,195,533 

694,535 

&• 

Cotton 

193,949 

89,537 

b. 

Wool 

42,525 

20,496 

c. 

Flax and jute 

33,623 

17,264 

d. 

Silk 

8,745 

4,462 

e # 

Dry goods 

4,773 

2,629 

f. 

Knitted goods 

WcuW ti 

1 

5,977 

i 

3,202 
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Ministry of Light Industry Continued) 

1955 First half of 1956 


g* 

Clothing 

5,333 

2,712 

h. 

Shoes and leather 

20,1*51* 

11,21*0 

i. 

Paper 

82,1*77 

39,61*6 

J. 

Printing 

5,853 

3,071* 

k. 

Furniture 

2,772 

1,815 

1. 

Supply office 

1,570 

1^.75 


Megawatt Total 

1*08,051 

197,652 

Ministry of Food 



a. 

Canned food 

11,901* 

1*,961 

b. 

Meat 

13,1*01 

7,159 

c. 

Poultry 

5,927 

2.885 

d. 

Vegetable oil 

H*,07l* 

7,71*3 

e. 

Milk 

9,125 

1*,587 

f. 

Refrigeration 

11,881 

5,333 

g. 

Sugar 

39,557 

5,799 

h. 

Candy 

5,889 

2,907 

i. 

Bakery 

6,1*60 

3,787 

J. 

Beer 

30,789 

15,861* 

k. 

Spirits 

5,981* 

3,61*1* 

1. 

Tobacco 

U,157 

1,968 

m. 

Pigbreeding 

5,192 

2,678 

n. 

Wine 

61*8 

519 

o_ 

Food machinery production 




directorate 

277 

199 


Megawatt Total 

165,265 

70,033 

Ministry of Building 



a. 

Lime and cement 

132,361 

62,588 

b. 

Brick and tiles 

18,1*30 

11,977 

c. 

Glass 

12,017 

6,560 

d. 

Fine ceramics 

7,81*9 

1*,757 

e. 

Stone and gravel 

5,1*06 

2,612 

f. 

Concrete elements 

l*,i*91 

2,661 

g. 

Heavy industry installation 

7,671 

1*,211* 

h. 

Medium industry installation 

3,61*2 

1,795 

i. 

Construction of apartments and 



public buildings 

1*,887 

2x556 


Megawatt Total 

196,751* 

99,720 
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5. Ministry of Communications and Posts 1955 First half of 1956 


& • 

Chief railroad directorate 

111:, 961 

73,71*7 

b. 

Directorate of postal ser- 




vices 

23,769 

12,31*1* 

c. 

Central marine directorate 

2,515 

1,31*6 

d. 

Central directorate for bus 




traffic 

5,61*0 

3,780 

6# 

Central directorate for civil 




aviation 

509 

300 

f. 

Central directorate for trans- 

- 


g. 

portation 

Construction connected with 

1*1*5 

223 

communications 

7,520 

l*,52l* 


Megawatt Total 

155,359 

96,261* 


6. The following persons are known: 


ihdre Gador 



has been director of the network 


department (Halozati Osztaly) of the Ministry of Mining 
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c. Istvan HelyiJ 


ineer of the Ovillef Company. 


chief eng- 


d. Odon Verenyi has been the deputy director 

of one of the principal departments of the Ministry of 
Mining and Electric Power for the past four years. 


e. Dr. Miklos Vajta 


was the deputy director of 


one of the main departments of the Ministry of Mining 

1 1 i 

and Electric Power 


?*•} 
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